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GENERAL  INFORMATION 


When  ordering  lights  from  this  catalogue  give  the  numbers  of  designs.  NEVER  CUT  OUT 
THE  DESIGNS.     All  windows  are  made  to  order  to  size  given. 

In  ordering  give  the  maximum  time,  otherwise  will  assume  that  we  will  have  30  days  to  fill  orders. 

When  selecting  a  design  compare  the  size  and  shape  of  glass  wanted  with  the  size  and  shape  of 
designs.     Have  them  as  nearly  alike  as  possible. 

Window  lights  ordered  to  fill  a  smaller  space  or  of  a  different  shape  than  indicated  in  design,  we 
reserve  the  right  to  modify  the  design  or  increase  the  price. 

For  odd  shapes  or  sizes  send  in  full  size  paper  patterns. Windows  that  are  grouped  draw  a  rough 

plan  showing  how  they  go. 

In  ordering  mention  width  first  —  upright  lights  thus 

or  transom  thus  ,  i  60  x  18. 


18x60 


Odd  or  fractional  parts  of  inches  charged  as  even  inches  of  next  larger  size,  for  example  a  22K  x  23  '4 
will  be  charged  as  a  24  x  24.  AH  sizes  under  3  sq.  ft.  will  be  charged  at  the  rate  of  3  sq.  ft.  Lights 
measuring  less  than  12  inches  in  height  or  width  will  be  charged  at  the  rate  of  12  inches  high  or  wide. 
All  designs  in  this  catalogue  are  scaled  approximately  ^^  inch  to  the  sq.  ft. 

It  is  assumed  that  the  rabbet  is  ^  s  inches  unless  otherwise  stated. 

Designs  on  pages  1  to  11  ^  clear  window  glass  leaded.  For  extra  wide  or  heavy  leading  write  for 
prices. 

For  all  color  or  translucent  glass  add  15  cents  net  per  sq.  ft.  to  net  prices.  For  selected  double 
strength  window  glass  add  15  cents  net  per  sq.  ft.  For  crystal  polished  }i  inch  plate  add  35  cents  net 
per  sq.  ft. 

Designs  on  pages  12  and  13  —  sheet  prism,  hard  metal  zinc.  For  copper  plating  add  15  cents 
net  per  sq.  ft. 

Designs  on  pages  14  and  15  —  clear  window  glass  for  background  with  clear  beveled  plate  features 
leaded. 

Designs  on  pages  16  to  30  —  clear  beveled  plate  in  lead.  Same  may  be  made  in  chipped  or  ob 
scured  plate  at  an  additional  cost  of  2o  cents  net  per  ft. 

Designs  on  pages  31  and  32  —  beveled,  mitered  and  wheel  cut  polished  ><  inch  plate  glass  —  IK 
inch  bevel.  Chipped  or  obscured  plate  add  2o  cents  net  per  sq.  ft.  Prices  are  based  on  lights  not  ex- 
ceeding 10  sq.  ft.     Over  10  sq.  ft.,  write  for  prices. 

Designs  on  pages  33  to  36  —  clear  window  glass  leaded  for  background  with  colored  glass  for  orna- 
mentations. 

For  plain  zinc  add  16^^%  to  lead  prices,  electro  copper  plating  add  25%  and  for  brass  plating 
add  33,1^%.     For  solid  copper  or  other  finishes  write  for  prices. 

Designs  on  pages  37  to  54  —  colored  glass  leaded. 

Designs  on  pages  55  and  56  —  selected  Opalescent  and  painted  glass,  leaded. 

Designs  on  pages  57  to  61  —  Church  windows  —  Opalescent  and  Cathedral  glass  combination 
leaded. 

Designs  on  pages  62  and  63  —  selected  Opalescent  leaded,  figure  and  side  panels  painted.  Any  single 
figure  may  be  substituted  instead  of  those  shown  without  any  additional  cost.     For  group  subjects 

v^  rite  for  prices. 

Ventilators — prices  are  based  on  steel  double  ventilators — standard  make  at  the  rate  of  80  cents 
per  lineal  foot.     Sizes  less  than  8  lineal  feet  will  be  charged  at  the  rate  of  8  lineal  feet. 

Boxing  will  be  charged  on  orders  at  20  cents  per  superficial  foot  of  actual  lid  measurement  of 
cases  shipped. 

Emblems — page  64  shows  painted  emblems  13  inches  in  diameter. 

Inscriptions — containing  not  over  30  letters — additional  letters  will  be  charged  at  the  rate  of 
15  cents  each  list. 

SPECIAL  NOTE — Designs  showing  colored  glass  our  artist  will  use  such  glass  and  cclors  as  in 
his  judgment  will  be  best  adapted  to  carry  out  the  designs.  Designs  not  showing  color  can  be  made  in 
color  and  in  harmony  with  any  design  shown  in  colors  or  suiting  any  taste  or  color  scheme  desired. 

Single  lights  15  per  cent  advance  per  square  foot.  Two  lights  10  per  cent  advance  per  square  toot 
over  two  lights  of  a  size  and  kind  this  price  list  applies. 

EXTRA   DISCOUNTS 

6  Lights  of  a  size  and  design  5%  additional  discount. 

12  "  "  10% 

24  "  «  15% 

48  "  "  20% 

96  "  "  25% 

All  prices  are  F.  O.  B.  our  city.     Boxing  charges  as  above. 

The  GENERAL  INFORMATION  page  is  part  of  price  list  of  the  International  Catalogue  and  all 
srders  will  be  filled  in  accordance  with  same  unless  otherwise  specified. 


INTERNATIONAL  ART  GLASS  CATALOGUE 


LEADED  CLEAR  GLASS 

Rules  for  ordering  and   further  description  see  general   information  page 


1001.     ^1.00  square  foot 


1002.     50.90  square  foot 


1003.     51.00  square  foot 


1004.     51.10  square  foot 


1005.     51.00  square  foot 


4 

>v 

1006.     50.80  square  foot  1007.     51.40  square  foot  1008.     51.00  square  foot 

Copyright  by  the  National  Ornamental  Glass  Manufacturers  Association  of  the  United  States  and  Canada 


INTERNATIONAL  ART  GLASS  CATALOGUE 


LEADED  CLEAR  GLASS 

Rules  for  ordering  and  further  description  see  general  information  page 


1009.     10.85  square  foot 


1010.     |1.20  square  foot 


/ 
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1011.     |0. 85  square  foot  1012.     |0. 90  square  foot  1013.     |1. 00  square  foot 


1014.     11.15  square  foot  1015.     #0.90  square  foot  1016.     |1. 50  square  foot 
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INTERNATIONAL  ART  GLASS  CATALOGUE 


LEADED  CLEAR  GLASS 

Rules  for  ordering  and  further  description  sec  general  information  page 
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1017.     10.85  sq.ft.  1018.     10.90  sq.  ft.  1019.     |0.9.")  .sq.  ft.  1020.     |;1.00  sq.  ft. 


1021.     11.00  square  foot 


1022.      <0.!)0  square  foot 


I 


y 

1023.     50.90  sq.ft.  1024.     |;0.9r)    sq.  ft.  1025.     ^1.00  sq.  ft.  1026.     $1.25  sq.  ft. 
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LEADED  CLEAR  GLASS 

Rules  for  ordering  and  further  description  see  general  information  page 


1027.     11.10  sq.ft.  1028.     #1.00  sq.  ft.  1029.     10.95  ,sq.  ft.  1030.     |0.90  sq.  ft. 


7] 

} 

V. 

V 

/ 

\ 

/ 

M 

V 

/ 

v 

\ 

1 

ox^ 


\/ — I — s/ 


"V 


\/ 


=^^-^>- 


1031.     11.1.5  sq.ft.  1032.      #1.2.-)  .sq.  ft.  1033.      |1.2o  sq.  ft.  1034.      #l.r)0  sq.  ft. 
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LEADED  CLEAR  GLASS 

Rules  for  ordeiinK  ami   further  description  sec  general   information   page 
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1037.     fl.:){}  square  foot 
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1035.     |;i.00  sq.ft.  1036.     |1.2.")  sq.  ft. 


1038.     i;i..-)()  square  foot 


\/ 


1039.     5 !.().>  square  foot  1040.     sl.',>0  sq.  ft.  1041.     si. '20  sq.  ft. 

Copyright  by  the  National  Ornamental  Glass  Manufacturers  Association  of  the  United  States  and  Canada 


INTERNATIONAL  ART  GLASS  CATALOGUE 


LEADED  CLEAR  GLASS 

Rules  for  ordering  and  further  description  see  general  information  page 


1 042 .     #1 .  20  square  foot 


1043.     1 1.:^),")  square  foot 
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1044.     ;^1.00  sq.ft.  1045.     |1.10  sq.  ft. 


■ 

\ 

/ 

\^ 

y 

\ 

y 

A-TA-TA-^ 


1046.     i^l.:].")  square  foot 


1047.     |1.15  sq.ft.  1048.     f;l.lO  sq.ft.  1049.     lO.U,")  square  foot 
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INTERNATIONAL  ART  GLASS  CATALOGUE 


LEADED  CLEAR  GLASS 

Rules  for  ordering  and  further  description  see  general  information  page 


1050.     11.85  sq.ft.  1051.     11.85  sq.  ft. 
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\, 
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< 

^  J 
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1052.     #1.50  sq.ft.  1053.     #1.-50  sq.  ft. 


1055.     11.85  sq.ft.  1056.     #1.50  sq.ft. 


1054.     11.85  sq.ft. 


1057.     11.50  sq.ft. 


1058.     51.-20  sq.ft.  1059.     |1.50  sq.  ft.  1060.     #1.80  sq.  ft.  1061.     |1.40  sq.  ft. 
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INTERNATIONAL  ART  GLASS  CATALOGUE 


LEADED  CLEAR  GLASS 

Rules  for  ordering  and  further  description  see  general  information  page 


1062.     11.50  square  foot 


1063.     $1.50  square  foot 


1064.     |l.(iO  square  foot 


1065.     11.50  square  foot 


1066.     12.00  square  foot 


1067.     |1.50  square  foot  1068.     #  1.40  .square  foot 
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INTERNATIONAL  ART  GLASS  CATALOGUE 


LEADED  CLEAR  GLASS 

Rules  for  ordering  and   further  description  see  general   information  page 


1069.     11.40  square  foot  1070.     |1. 40  square  foot  1071.     #l..-)0  square  foot 


1072.     ll.T.")  square  foot  1073.     |1. 80  square  foot  1074.     |l.r)0  square  foot 

Copyright  by  the  National  Ornamental  Glass  Manufacturers  Association  of  the  United  States  and  Canada 
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INTERNATIONAL  ART  GLASS  CATALOGUE 


LEADED  CLEAR  GLASS 

Rules  for  ordering  and  further  description  see  general  information  page 
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1075.     |1.90  sqviare  foot 


1076.     11.25  square  foot 


1077.     11.80  square  foot 


1078.     ;fl.30  square  foot 


1079.     11.10  square  foot 


1080.     |1.20  square  foot. 


P^T^ 


1081.     |1.80  square  foot  1082.     11., 50  square  foot  1083.     |1. 85  square  foot 

Copyright  by  the  National  Ornamental  Glass  Manufacturers  Association  of  the  United  States  and  Canada 
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LEADED  CLEAR  GLASS 

Rules  for  ordering  and  further  description  see  general  information  page 
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1084.     |;i.8.-)  square  foot 


1085.     |().90  square  foot 


1086.     $\M  square  foot 


1087.     11.00  square  foot 


1088.     |1.80  square  foot 


1089.     11.20  square  foot 
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1090.     11.2.")  square  foot  1091.     51. iri  square  foot  1092.     >  1.10  square  foot 
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INTERNATIONAL  ART  GLASS  CATALOGUE 


SHEET  PRISM  GLASS 

Set  in  Hard  Metal  Bars 

Rules  for  ordciin;-;  and   further  description  see  general   information  p;i 
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1093.     $\.m  square  foot 


1094.     51.70  square  foot 


1095.     51. SO  square  foot 


1096.     |1.()0  .square  foot 


1097.     51..-)()  .square  foot  1098.     ^l.l),")  .square  foot 

Copyright  by  the  National  Ornamental  Glass  Manufacturers  Association  of  the  United  States  and  Canada 
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SHEET  PRISM  GLASS 

Set  in  Hard  Metal  Bars 
Rules  for  ordering  and  further  description  see  general  information  page 


1099.     ll.oO  square  foot 


1100.     11.60  square  foot 


1101.     51.7.")  square  foot 


1102.     51.(50  square  foot 


1103.     51. SO  square  foot 


1104.     5 1.6U  square  foot 


Copyright  by  the  National  Ornamental  Glass  Manufacturers  Association  of  the  United  States  and  Canada 
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LEADED  CLEAR  and  BEVELED  PLATE  GLASS 

Rules  for  ordering  and  further  description  see  general  information  page 
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1105.     51.40  sq.ft.  1106.     51.20  sq.  ft.  1107.     51..i0  sq.  ft.  1108.     51-20  sq.  ft. 
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1109.     51.00sq.  ft.  1110.      51.10.sq.  ft.  1111.     51.:^,0  sq.  ft.  1112.      51.2.")  .sq.  ft. 
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LEADED  CLEAR  and  BEVELED  PLATE  GLASS 

Rules  for  orderiiiK  and  furthes'  description  see  general  information  page 


1         1 
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1113.     sl.tOsq.  ft.  1114.     51.1.1  sq.  ft.  1115.     51.00  sq.  ft.  1116.      sl-l")  sq.  ft. 
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1117.     51.10  sq.ft.  1118.     11.20  sq.ft.  1119.      11.50  sq.  ft.  1120.     51.10  sq.  ft. 
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INTERNATIONAL  ART  GLASS  CATALOGUE 


LEADED  CLEAR  BEVELED  PLATE  GLASS 

Rules  for  ordering  and  further  description  see  general  information  page 


1121.     12.50  sq.ft. 


1122.     f2.r)0  sq.  ft. 


1123.     12.50  .sq.ft. 


<  f 
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1124.     #;^.15  sq.  ft. 


1125.     |;2.»0  sq.ft.  1126.     #:!.15  sq.ft.  1127.     |;5.15  sq.ft.  1128.     52.SO  sq.  ft. 
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LEADED  CLEAR  BEVELED  PLATE  GLASS 

Rules  for  ordering  and  further  description  see  general  information  page 


1129.     |8.1o  sq.ft.  1130.     |;2.yO  sq.  ft. 


«^V. 


1131.1$3.80sq.  ft. 


i 


1132.     13.40  .sq.ft. 


1133.     13.40  sq.ft.  1134.     >:-',. 4(»  sq.  ft.  1135.     s:!.40  sq.  ft.  1136.     53.40  sq.  ft. 

Copyright  by  the  National  Ornamental  Glass  Manufacturers  Association  of  the  United  States  and  Canada 
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LEADED  CLEAR  BEVELED  PLATE  GLASS 

Rules  for  ordering  and  further  description  see  general  information  page 


% 


1137.     |3.8()  sq.ft.  1138.     |2.80  sq.  ft.  1139.      $:5.1o  sq.  ft.  1140.     |3.15  sq.  ft. 


1141.     18.40  sq.ft.  1142.     |:}.4(l  sq.  ft.  1143.     >;;!.;.-)  sq.  ft.  1144.     #4.1.-)  sq.  ft 
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LEADED  CLEAR  BEVELED  PLATE  GLASS 

Knlcs  for  Diilcring  and  further  description  see  general  information  page 
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1145.     $3.40  sq.ft.  1146.     $3.7.5  sq.  ft.  1147.     $2.80  sq.  ft.  1148.     $3.40  .sq.  ft. 
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1149.     $3.75  sq.  ft.  1150.      s3.7.')  sq.  ft.  1151.     >J.4()  sq.  ft.  1152.     53.7.1  sq.  ft. 
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INTERNATIONAL  ART  GLASS  CATALOGUE 


LEADED  CLEAR  BEVELED  PLATE  GLASS 

Rules  for  ordering  and  further  description  see  general  information  page 


1153.     i;2 .  80  square  foot 


1154.     $2M  square  foot 


1] — ir~i|^ 


1155.     |2. 80  square  foot 


1156.      fij.l.T  square  foot 


1157.      58.40  square  foot 


1158.      <2 .  50  sqt:are  foot 


k 


,^/S^     O 


1159.      52. so  square  foot  1160.     52. SO  square  foot 
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LEADED  CLEAR  BEVELED  PLATE  GLASS 

Rules  for  ordering  and  further  description  see  general  information  page 


1161.      5:!. 4(1  square  foot 


1162.     ^-i-l-")  square  foot 


:ic^^u:-^^3 

0 

1163.     18. 75  square  foot 


1 164.     $2.m  square  foot 


1165.      s8. To  square  foot 


1166.     :S8. 15  square  foot 


1167.     58.15  square  foot  1168.     58.40  square  foot 

Copyright  by  the  National  Ornamental  Glass  Manufacturers  Association  of  the  United  States  and  Canada 
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LEADED  CLEAR  BEVELED  PLATE  GLASS 

Rules  for  ordering  and  further  description  see  general  information  page 


1169.     12.80  square  foot 


1170.     |3.15  square  foot 


1171.     12 .  80  square  foot 
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1172.     18.7.)  square  foot 


1173.     $2. SO  square  foot 


lA^^A^^^ 


1174.     13.7.1  square  foot 
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1175.     |8 .  40  square  foot 


1176.     14 . 1 5  squ  ar e  f oot 


1178.     |8. 40  square  foot 


1179.     |4.ir)  square  foot 


\           jTs          ^1^           JT          J^         At^           '^          ^^ 

^^R 

1180.     |;;5.1.")  square  foot  1181.      5."). (»()  square  fool 
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LEADED  CLEAR  BEVELED  PLATE  GLASS 

Rules  for  ordering  and  further  description  see  general  information  page 


1182.     53.40  square  foot 


1183.     5:5.40  square  foot 


1184.     5-5. !•")  square  foot 


1 185.     5:^5.40  square  foot 


1 186.     5:^.40  .square  foot 


1187.     5'^. T.")  square  foot 


1188.     58.40  squarefoot  1189.     5:^. To  square  foot 

Copyright  by  the  National  Ornamental  Glass  Manufacturers  Association  of  the  United  States  and  Canada 
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LEADED  CLEAR  BEVELED  PLATE  GLASS 

Rules  for  ordering  and  further  description  see  general  information  page 


1190.     5->l'">  ■'^f  11^1 'ire  foot 


1191.     5-^-T.")  square  foot 


1192.     >;!.?.")  square  foot 


1193.     58.40  square  foot  1194.     :S4. 15  square  foot  1195.     |8.T."")  square  foot 
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LEADED  CLEAR  BEVELED  PLATE  GLASS 

Rules  for  ordering  and  furtluT  description  see  general  information  page 


1196.     18.40  square  foot 


1197.     58. T.-)  square  foot 


1198.     18.7.")  square  foot 


1199.     |4.1.-)  .square  foot  1200.     54.1.")  square  foot  1201.     |8.1.")  square  foot 

Copyright  by  the  National  Ornamental  Glass  Manufacturers  Association  of  the  United  States  and  Canada 
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INTERNATIONAL  ART  GLASS  CATALOGUE 


LEADED  CLEAR  BEVELED  PLATE  GLASS 

Rules  for  ordering  and  further  description  see  general  information  page 


1202.     5-^ ■  1  ■">  square  foot 


1203.     13.15  square  foot 


1204.     58.40  square  foot 


1205.     SB.lo  square  foot 


1206.      s8. 40  square  foot 


1207.      58.40  square  foot 


Copyright  by  the  National  Ornamental  (Uass  Manufacturers  Association  of  the  L'nited   .States  and  Canada 
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LEADED  CLEAR  BEVELED  PLATE  GLASS 

Rules  for  tink-riiiK  and   fiirllicr  description  sec  general   information  page 


1208.     18.40  square  foot 


1209.     18.40  .square  foot 


1210.     $8.15  square  foot 


1211.     y;8. 40  square  foot  1212.     |8. 40  square  foot  1213.     |8. 7.)  square  foot 

Copyright  by  the  National  Ornamental  Glass  Manufacturers  Association  of  the  United  States  and  Canada 
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INTERNATIONAL  ART  GLASS  CATALOGUE 


LEADED  CLEAR  BEVELED  PLATE  GLASS 

Rules  for  ordering  and  further  description  see  general  information  page 


1214.     13.75  square  foot 


1215.     54.1.")  square  foot 


1216.     $ii.77)  square  foot 


1217.     13.75  square  foot  1218.      54.15  .square  foot  1219.      53.75  square  foot 

Copyright  by  the  National  Ornamental  (llass  Manufacturers  Association  of  the  United  States  and  Canada 
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LEADED  CLEAR  BEVELED  PLATE  GLASS 

Rules  for  ordering  and  further  description  see  general  information  page 


1220.     So.  7.")  suiuirt  foot 


1221.     |4.4U  square  fool 


1222.      >:).7.")  square  foot 


1223.     |3.T5  square  foot 


1224.     53. To  square  foot 


1225.     13.40  square  foot 


Copyright  by  the  National  Ornamental  Glass  Manufacturers  Association  of  the  United  States  and  Canada 
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INTERNATIONAL  ART  GLASS  CATALOGUE 


LEADED  CLEAR  BEVELED  PLATE  GLASS 

Rules  for  ordering  and  further  description  see  general  information  page 


1226.     58. To  square  foot 


1227.     54 . 1 5  square  foot 


1228.     |4.40  square  foot 


1229.     54. T'")  square  foot 
Copyright  by  the  National  Ornamental  Glass  Manufacturers  Association  of  the  United  States  and  Canada 
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BEVELED  MITERED  and  WHEEL  CUT  POLISHED  PLATE  GLASS 

Kuks  fur  ortleiiiiK  and  furtlu-i-  (Inscription  see  general   information  page 
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/  ^ 

1 

1230.      5::.!."")  square.-  t'lxjt 


1231.      %•^.\r^  square  foot 


1232.     $4.40  square  foot 


1233.     p.l.)  square  foot 


*  '^^WM 1                                                                                                         ■^ 
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JJ.       1 

^\/         \ 

/\/\l 

-^                V 

/"                  V 

r           V 
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J 1 1 1 1 1 1 1.     S 

1234.     p'>.V)  square  foot 


1235.     $'■'). 7')  square  foot 


1236.      piAi)  s(|uare  foot 


1237.     I3.T.1  square  foot  1238.     |3.40  square  foot 

Copyright  by  the  National  Ornamental  Glass  Manufacturers  Association  of  the  United  States  and  Canada 
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INTERNATIONAL  ART  GLASS  CATALOGUE 


BEVELED  MITERED  and  WHEEL  CUT  POLISHED  PLATE  GLASS 

Rules  for  ordering  and  further  description  see  general  information  page 
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1239.     18.10  sq.  ft. 


1240.     fl.XO  sq.  ft. 


1241.     |;2.S()  sq.  ft.  1242.      «;Pi.l.-)  sq.  ft. 
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1243.     |8.40  square  foot  1244.     |4.15  square  foot  1245.     f-).0()  .square  foot 
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LEADED  CLEAR  with  COLORED  DECORATION 

Rules  for  ordering  ami   further  ilesoription   see  general   information  page 


w 


\/ 


^^ 


1246.     $1.00  sq.ft.  1247.     $1.10  sq.ft.  1248.     |1.2.5  sq.  ft.  1249.     $1.25  sq.ft. 


M 


1250.     $1.35  sq.ft.  1261.     $1.35  sq.it.  1252.     |1.35  sq.ft.  1253.     $1.75  sq.ft. 


HA        <[/ 


'  I 


1254.     fl.UO  sq.ft.  1265.     $l.t)0  sq.ft.  1266.     $1.75  sq.  ft.  1267.     $2.50  sq.  ft. 

Copyright   by   the    National    Ornamental    (Ilass    Manufacturers   Association   of   the   United    States   and    Canada 
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INTERNATIONAL  ART   GLASS   CATALOGUE 


LEADED  CLEAR  with  COLORED  DECORATION 

Rules  for  ordering  and  further  description  see  general  information  page 


'^T^  no 


— U U- 


AUA 


1258.     $l.-,>5  sq.  ft.  1259.     $2.00  sq.  ft.  1260.     $3.25  sq.  ft.  1261.     $3.10  sq.  ft. 
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^V 
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V 


1262.     12.75  sq.  ft.  1263.     $3.50  sq.  ft.  1264.     $2.75  sq.  ft.  1265.     $2.35  sq.  ft. 
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't 

s 
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i^ 

(h>^ 

§•^•2 

■                    " 
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1266.     $3.10  sq.ft.  1267.     $2.75  sq.  ft.  1268.     $.'{.10  sq.ft.  1269.     $2.50  sq.ft. 
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LEADED  CLEAR  with  COLORED  DECORATION 

Rvdes  for  ordering  and   further  description  see  general  information  page 
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XX 
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W  "W 
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1270.     il.35  sq.ft.  1271.     11.90  sq.  ft.  1272.     Sl.lio  sq.  ft.  1273.     51.65  sq.  ft. 
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y 
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7^ 
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A  O 
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XX 


1374.     |:!.10sq.  ft.  1275.      $2.00  sq.  ft.  1276.     11.90  sq.ft.  1277.     51.75  sq.  ft. 
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INTERNATIONAL  ART   GLASS   CATALOGUE 


LEADED  CLEAR  with  COLORED  DECORATION 

Rules  for  ordering  and   further  description  see  general  information  page 
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<y   '    <>~ 


■<> — I — <>— 


/    Y    \ 

1278.     13.10  sq.  ft. 


1279.     f2.25  sq.ft.  1280.     f2.50  sq.  ft.  1281.     $1.75  sq.  ft. 
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1282.     $2.50  sq.  ft.  1283.     |2.25  sq.  ft.  1284.     |2.50  sq.  ft.  1285.     $2.00  sq.  ft. 

Copyright   by   the   National    Ornamental    Glass    Manufacturers    Association   of    the    United    States   and    Canada 


INTERNATIONAL  ART  GLASS  CATALOGUE 


37 


LEADED  COLORED  GLASS 

Rules  for  ordering  and  further  description  see  general  information  page 
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1286.     $1.30  square  foot 
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1287.     $2.00  square  foot 


1288.     $1.75  square  foot 


1289.     12.2.3  square  foot 
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^v^ 

1 1 

1 1 
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1290.     12.50  square  foot 


1291.     $1.35  square  foot 


1292.     $1.65  square  foot  1293.     |1.35  square  foot 
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INTERNATIONAL  ART  GLASS  CATALOGUE 


LEADED  COLORED  GLASS 

Rules  for  ordering  and  further  description  see  general  information  page 
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1294.     |2.00  square  foot 


1296.     |]. '.HI  square  foot 


1296.     |2.60  square  foot 
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1297.     f  2.00  square  foot 


1298.     |1. SO  square  foot 


1299.     |1.;0  square  foot 
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1300.     11.75  square  foot  1301.     |2. 10  square  foot  1302.     f2.00  sqrare  foot 
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LEADED  COLORED  GLASS 

Rules  for  ordering  and  further  description  see  general  information  page 
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1303.     $:>A0  square  foot 


1304.     |:5.40  square  (foot 


1305.     12.00  square  foot 
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1306.     $2.00  square  fool 


1307.     |2.(iO  square  foot 
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1308.     #-4.10  square  foot  1309.     |-J. 30  square  fool 
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INTERNATIONAL  ART   GLASS   CATALOGUE 


LEADED  COLORED  GLASS 

Rules  for  ordering  and  further  description  see  general  information  page 


yiYyk 


^TSN^?!^ 


1310.     $1.75  square  foot 


1311.      $2.25  square  foot 


1312.      $3.10  square  foot 


1318.      $2.75  square  foot 


J 

/ 

\ 

'»^ijU( 


1314.     f  3.75  square  foot  1315.      $3.00  square  foot  1316.      $2.40  square  foot 
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LEADED  COLORED  GLASS 

Rules  for  ordering  and   further  description  see  general  information  page 
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1317.     1 1.05  square  foot 


1318.     |2. 40  square  fuot 


1319.     $3.40  square  foot 
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1320.      $3.00  square  foot 


1321.     $3.10  square  fool 


1322.     $2.75  square  foot 
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INTERNATIONAL  ART   GLASS   CATALOGUE 


LEADED  COLORED  GLASS 

Rules  for  ordering  and  further  description  sec  general  information  page 


1323.     |4.;i5  square  foot 


1324.     |5.50  square  foot 


1325.     $6.15  square  foot 


1326.     13.40  square  foot 


1327.     |:!. 00  square  foot  1328.     |:{. 40  square  foot 

Copyright   by    the   National    Ornamental    filass    Manufacturers    Association   of   the   United    States    and    Canada 
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LEADED  COLORED  GLASS 

Rules  for  ordering  and  further  description  see  general  information  paee 
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1329.     1:5.10  square  foot 


1330.     |4.'JU  square  foot 


1331.     |3..")0  square  fool 


1332.     $4.10  square  foot 


1333     13.60  square  foot 


1334.     |:i.UL)  square  foot 


1335.     13.80  square  foot  1336.     $3.30  square  foot 

Copyright   by   the   National    Ornamental    Glass    Manufacturers    Association   of   the   United    States   and    Canada 
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INTERNATIONAL  ART  GLASS  CATALOGUE 


LEADED  COLORED  GLASS 

Rules  for  ordering  and  further  description  see  general  information  page 
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1337.     f2.40  square  foot 


1338.     |2.S5  square  foot 


1339.     $2.90  square  foot 
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1340.     $2.75  square  fool  1341.     $3. 10  square  foot  1342.     p. 00  square  foot 
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LEADED  COLORED  GLASS 

Rules  for  ordering  and  further  description  sec  general  information  paje 
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1343.     $2.50  square  foot 


1344.     $2.65  square  foot 


1345.     $2.90  square  foot 
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1346.     $3. 75  square  foot  1347.     $3.60  square  foot  1348.     |3. 20  square  foot 
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INTERNATIONAL  ART  GLASS  CATALOGUE 


LEADED  COLORED  GLASS 

Rules  for  ordering  and  further  description  see  general  information  page 


1349.     $3.00  square  foot 


1350.     $3.10  square  foot 
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1351.     12 .  SO  square  foot 


1352.     |2.60  square  foot 
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1363.     $4.75  square  foot  1364.     $3.90  square  foot 
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LEADED  COLORED  GLASS 

K'il<'<  imi    ^I'lrriiig  and   lurtlier  description  sec  general  information  page 


1356.     $2.40  square  foot 
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1    1   LI 

J — y-  -I 

AA 

1356.     |4.25  square  foot 


1357.     f2.:5  sq.  ft. 


1358.     |3.1(J  sq.  ft. 


1369.     fJ. 25  square  foot  1360.     $3.60  square  foot 
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INTERNATIONAL  ART   GLASS   CATALOGUE 


LEADED  COLORED  GLASS 

Rules  for  ordering  and   further  description  see  general  information  page 


1361.     f5. 00  square  foot 
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1362.     $3.75  square  foot 
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1363.     #4.25  square  foot 


1364.     f4.00  square  foot 
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1365.     |4.50  square  foot 


1366.     14.30  square  foot 
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1367.     $3.90  square  foot  1368.     $4.80  square  foot 
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LEADED  COLORED  GLASS 

Rules  for  unli-riuir  ami   turtlier  description  set-  licmril   inf.  irmation  page 


m 


i 


E 


m 


m 


1369.     I?!. 00  square  fool 


1370.     $3.60  square  fool 
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1371.     |4.00  .square  foot 


1372.     $3.20  square  fool 
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1373.     $4.10  square  foot  1374.     $4.25  square  foot  1375.     $4.50  square  foot 
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LEADED  COLORED  GLASS 

Rules  for  ordering  and  further  description  see  general  information  page 
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1376.     $2.90  sq.ft.  1377.     $:;.00  sq.  ft.  1378.     |2.60  sq.  ft.  1379.     |3.20  sq.  ft. 


}       \ 

1380.     12.90  sq.ft.  1381.     f2.7.5  sq.  ft.  1382.     |3.00  sq.  ft.  1383.     |2.75  sq.ft. 
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LEADED  COLORED  GLASS 

Rules  lor  or'ltriiiK  Mini   nirtlicr  description   sic  general   inicrmation  page 


1384,     |;!.40  sq.  ft.  1385.     |3.35  sq.  ft.  1386.     |2.90  sq.  ft.  1387.     $3.20  sq.  ft. 
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1388.     $3.25  sq.ft.  1389.     $3.00  sq.  ft.  1390.     $3.(30  sq.  ft.  1391.     $3.8.5  sq.  ft. 
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INTERNATIONAL  ART  GLASS  CATALOGUE 


LEADED  COLORED  GLASS 

Rules  for  ordering  and  further  descriotion  see  general  information  page 
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1392.     |3.T5  square  foot 


1393.     12.60  square  foot 


1394.     13.40  square  foot 


1395.     $3.60  square  foot 
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1396.     $3.35  square  foot  1397.     |3.!tU  square  foot 
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LEADED  COLORED  GLASS 

Rules  for  ordering  and  further  description  see  general  information  page 


5 


V/  Y/   V/ 


V — V — V 


Y 


1398.     $2.05  square  fool 


1399.     $2.60  square  foot 
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1400.     $3.00  square  foot  1401.     $3.20  square  foot 
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LEADED  COLORED  GLASS 

Rules  for  ordering  and  further  description  see  general  information  page 
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1402.     |4.00  sq.ft.  1403.  $4.50  sq.  ft.         1404.     $3.95  sq.  ft.  1405.     |4.50  sq.  ft. 


1406.     $4.23  square  foot 


1407.     $4.00  square  foot 
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1408.     $4.1)0  square  fool  1409.     $3.90  square  foot 
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LEADED  SELECTED  OPALESCENT  GLASS 

Rules  for  ordering  and  further  description  see  general  information  page 


1410.      $5.40  square  fool 


1411.     I*). 50  square  fool 


1412.     IG.40  sq.  ft. 


1413.     16.80  square  fool 


1414.     17.20  sq.  ft. 


1415.     |5.5()  sq.  ft. 


1416.     >..:>Umiu 


1417.     |6.00  square  foot 


1418.     |6.80  sq.ft.  1419.     16.00  square  foot 
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LEADED  SELECTED  OPALESCENT  and  PAINTED  GLASS 

Rules  for  ordering  and  further  description  see  general  information  page 


1420.       JO  70  square  foot 


1421.      $10.00  «iuarf  tcct 


1422.     $8.00  square  foot 


1423.     |i;. 25  square  foot 


1424.     $15.00  square  foot 


1425.     fS.50  sq.ft.  1426.     |11.75  sq.  ft 


C<.pyright  by  the   National   Ornamental   Glass  Manufacturers  Association   of   the  United   States  and   Canada 


INTERNATIONAL  ART   GLASS   CATALOGUE 


57 


Rules  for  ordering  and  further  description  sec  general  information  page 
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Rules  for  ordering  and  further  description  see  general  information  page 
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Rules  for  ordering  and  further  description  see  general  information  page 


D 


;•'  i 
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INTERNATIONAL  ART   GLASS   CATALOGUE 


OPALESCENT  and  CATHEDRAL  GLASS  COMBINATIONS 

Rules  for  ordering  and  further  description  see  general  information  page 


1442.     |2.00  square  foot  1443.     |;5.00  S(iuare  foot  1444.     $2.30  square  foot 

Ventilators,  60c  lineal  foot.     Emblems,  I*). 00  extra.     Inscriptions,  |3.00  extra 
Any  of  the  above  designs  can  be  made  in  single,  double,  triple  or  more  panels 
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OPALESCENT  and  CATHEDRAL  GLASS  COMBINATIONS 

Rules  for  ortlering  and   liirtlier  description  see  general  information   page 


1445.     12.50  square  foot  1446.  1447.  1448.     $:100  square  foot 

$2.50  square  foot     J8.00  square  foot 


k 

1 

i 

1- 

r 

i 
i 

1449.     $1.40  square  foot  1450.     |2. 10  square  foot  1451.     ^1, mi  square  foot 

Ventilators,  60c  lineal  foot.     Emblems   |5.00  extra.     Inscriptions,  |3.00  extra 
Any  of  the  above  designs  can  be  made  in  single,  twin,  triple  or  more  panels 
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INTERNATIONAL  ART   GLASS   CATALOGUE 


ALL  SELECTED  OPALESCENT  LEADED 

Figure  and  Side  Panels  Painted 


1452.     13.00  square  foot.     Figure  and  Side  Panels,  |150  extra 
Ventilators,  60c  lineal  foot.     Inscriptions,  |3.00  extra 

Rules  for  ordering  and  further  description  see  general  information  page 
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ALL  SELECTED  OPALESCENT  LEADED 

Figures  Painted 


1453.     $6.W  square  foot.     Figure,  |100  extra 


1454.     |y.UO  square  foot.     Figure,  JlOO  extra 


Ventilators,  60c  lineal  foot.     Inscriptions,  |3.00  extra 

Rules  for  ordering  and  further  description  see  general  information  page 
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PAINTED  EMBLEMS 

Rules  for  ordering  and   further  description   see  general   niformation  page 


21  22  23 

Size,  13  inches  in  diameter.     $5.00  each 
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